City of Los Angeles 
Bureau of Engineering 
Parker Center Demolition Project 


Please join the Bureau of Engineering 
regarding upcoming opportunities on the Parker Center Demolition Project. 


Find new opportunities, meet with prime contractors bidding on this project, network with 
peer subcontractors and design consultants, and learn about the City of Los Angeles' 
Contractor Development & Bonding Program. Minority-owned, Women-owned, 
Disadvantaged owned, Small Business-owned contractors and design consultants are 


mæ [. ma. encouraged to attend. 


PROJECT INFORMATION 
Estimate: $12 Million 
Construction Start Date: April 2018 
Owner: City of Los Angeles 
Project Manager: City of Los Angeles/ 
Bureau of Engineering 
Project Location: 150 N. Los Angeles St., 
Los Angeles, CA 90012 
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This is a design build project, which will 
completely demolish the existing 

Parker Center facility. The project scope 
includes demolition of the Parker Center 
building, basement, adjacent parking 
structure, and all associated deep and 
shallow foundations. The project scope 

= ÆRE will also include grading, long term fencing 
== and storm water management. 


er EDR Times 


LOCATION: Public Works Building 1149 S. Broadway, 
Conference Room SB-6, Los Angeles, CA 90015 

DATE: November 1, 2017 

TIME: 10:00 am-12:00pm 


REGISTRATION:.. www.parkercenterdemolition.eventbrite.com 
For more information call 213.258.3000. 
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